Physical Feature
Shower

Resident
Evaluation

no particular
feelings

Toilet

Access

-(small unit)

Bedroom:

Closet access  +

Room size     +

Patio:

Doors

Safety system -

Outside:

Mailbox

Laundry

no particular
feelings

Description

Many don't use shower.
Some suggested floor be
slanted for drainage.
Longer shower hose is
needed to reach the
sink.

Most residents don't use
this, but PSA's and
guests do.  Is needed to
empty bedpans and cathe-
ters .

Some would prefer access
from bedroom, affording
more privacy.

Folding doors are good,
but shelves and rod hard
to reach.

Large enough (10'xl4'6"
or Il'l"xl4'0" ).

Very difficult to open -
heavy and hard to mani-
pulate.  Lock is hard to
work, leaves unit unse-
cured if not locked.

No way to call for help.
Some residents do not
use patio for this
reason.

Its shape makes it hard
to get fingers to bottom
of box.

Most residents don't
use.  Some can work
front-loading machines
but not top-loading
ones.
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